Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


S&D Division Area Under the feed Feeder N Time | 12:00 | 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 
Name fea S Beer Ne Heeger. cecerrane ; 11:00 | 12:00 | 13:00 | 14:00 | 15:00 } 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
id er : — siti = = Sos iu ai ie eet lh Wot ae sa) cite il 2] 
Taltola Agargaon Colony, Songit College, Bangobandhu Model Accademy 
Agargaon panirtanki Mor, Taltola Road, West Kafrul, Halim Foundation 
‘NGaroAOK Vanga bridge, West Shewrapa, South Pirer Bag Road, Oli Miyar tak, iqbal 
garg road, Chandrima Sarok 
ee ia i i i 
Agaraaon Mopara, West kafrul, Janata Housing, Mukti Housing, South Pirerbag, Oli Molla‘ Baia 
market 
Shamim Sharoni, West shewrara, Pirerbag Road, Mausd & Com, Faruk & : , 
Agargaon Com Shamim Sharaoni 
Moynarbag, tetultala, swadhinata sarani, Baganbari 
UttarBadda(HassanUddinRoad,OldThanaRoad,tekpara, Namapara,Moynarb 
ag,UttarBaddaBazar & Road) adetehia Nagel 
GM Bari , Rahmatullah ‘ 
Garments, SatarkulRoad,ShadinataSharaneeRoad, Hajipara,AbdullahBag GM Ban 
Madhabadda bazar rd, techpara, sekandar bug, purba badda 
Block-E,F,H, Sector-1 AftabNagar 
No load ( Line Energised ) Block-M 
Badda Satarkul Area,Padardia, Magardia,Noara,BaraBeraid, Fakirkhali,Reeshi 
para,Aruna 
East West University 


Wednesday 


Mukti Housing LS 


rc 


Shimultala 


Uttar Shamoly 


rc 


n 


Shadhinata Sarani 


r 
n 


Satarkul 


rc 
n 


Avenue-13 


rc 
n 


Shutivola RMU 


East West University 


rc 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


S&D Division Area Under the feed Feeder N Time | 12:00 | 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 
Name hee SCE ie TSeaer couermrans ; 11:00 | 12:00 | 13:00 | 14:00 | 15:00 } 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
abs parceery uae eee a a 
a i pas fee ey ae aid a ges eee Me ITE TO ae tes 
ea, adie tigen, | omnes fous ff ae alge cel Ws cia 
pierce ere ne Pst | | ff fod. 

Baridhara Madani Avenue (Part), Baridhara K Block- 1,2 , Park Road (Part) Rosen arom Ls 

Gulshan-2 ss) 
Baridhara MiddleBadda(GulshanLinkRoad-South Side,AlatunnessaSchool Middle Badda (From 
Road, Gudaraghat, DarugaBarirMoar gulshan-1 SS) 

Shahjadpur, Bashtala, Tetul tala,Uttar Badda, Suvastu Nagar Velly Japanese School 

Baridhara UttarBadda(GopiPara,KuetyeMosjid, DashEkor,Guraghat,LinkRdNorthportio Uttar Badda L 

n,PayeraGarments) 

Sayednagar Vatara Sayednagar 
Solmaid, Dhalibari, Vatara,NayaNagar,KaliMondirRoad, 
Nurerchala bazar,Boat Ghat,Khilbarirtek,Khilbarirtek,American Store JB South 
Shahazadpur Bus Stand AJ Height 


Progoti Sarani 


r 


LS 

Ss 
LS 
LS 
LS 
LS 


L 


Baridhara Progoto Sarani, Khilbarirtek 


Safe 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
a 
THs se 
a ce 
Se 
ee 2 
a I 
a 

United Head Quarter 

United University 

Joggonnathpur, Aziz sorok, Dhalibari, Haris sarok, Coca cola. 
Appolo Hospital to Dhalibari bazar, Solmaid, dhalibari, Knandokar bari. 
Block F , D (Part) Bashundhra R/A Basundhara New 
Bajar Sarabela (Rupayon) Rupayon RMU 
Block-C, part of B 


UHQ RMU LS 
University RMU 
Dhalobari 


Basumoti 


Kalerkantha Press 


Block-C 


n 


(rm _ 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
Sa se 
Sa a 
a Cs 
a Se 
cs 
a ee ee 2 
on on 


Bashundhara Bashundhara Block J,K Play Pen School 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
Sa ce Se 
ee 
a 
es 
a 
as a 
oe [eee tm te PP 
Civil Aviation Quarter LS 

Dakkhin Khan Bazar, SorderBari Modhubag 

Chairman Bari, Mazir Bari, Gazibari,Amtola KC Hospital 
Eastern Housing Area 

Karitas Road, East side of Pallabi switching to Sattar Mollah Road 
New Pallabi (adjacent to Pallabi Post office) Pallabi West 
Extension Pallabi, Arifabad Housing, Part of Rupnagar tinshade 
West side of Shetara tower and part of Extension Pallabi 


Transmitting Station- 


Dakshinkhan 


rc 
n 


= 
n 


Prembagan 


Eastern Housing 


Pallabi North 


rc 


Extension Pallabi 


n 


Shetara Tower 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
= ICRGSEeneee 2 
Se CCCP 
SS 
a 
a cs 
oe Ie 2 
BI-J and part of L Eastern Housing nae 
BI-M,N Eastern Housing and part of Alobdi 
Duaripara, Rupnagar Tinshed, A el Rupnagar Residential 
Renata Madicine Factory 
sec-07 Mollika Housing 
Section-07 Near Milk Vita 
Hotel Sheraton, Borak Mehnur Tower and 02 nos HT Consumer beside 
Hotel Sheraton 
Banani: Ahmed Tower 
Banani: From Rd#111 link to Kakoli Bus Stand, Setu Bhobon RMU, BRTA Ls 
Bhobon RMU. 


7 
Ss 
7 
a 
a 
if 
no 
a 
i: 


S) 


L 
L 
L 
L 
L 
L 
L 
L 


S) 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


S&D Division A Under the feed Feed N Time 10:00 | 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 
Name fe Or ENS ISeaer coeernans ; 11:00 | 12:00 | 13:00 | 14:00 | 15:00 } 16:00 } 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
Mohakhali: From Mohakhali Wireless Gate to Mohakhali Girls School, F 
Gulshan Mohakhali: Mohakhali School Road, Kacha Bazar, Laboratory Water NIPSOM reel | Ce ee | 
Pump. 

escrereenncassa i td ol OO OOOO 

Gulshan Gulshan-01 & Gulshan-02: Rd#24, 25, 27, 28, 31, 32, 33, 34, From Rd#28 inaamncPlasa 
to Rd#34 (Gulshan Avenue Rd, West Side). 
Gulshan Gulshan-01: Rd#123, 124, 125, 126, 127, 128, 129, 130, 131, 132, 133. Central East pis] fo] Pf 
Gulshan Gulshan-01: Rd#21, From Gulshan Circle-01 to Rd-28 (Gulshan Avenue F'otue-Karial Ls 
Rd, West Side). 

Mohakhali: Mohakhali Amtoli Bus Stand, Near Old Forrest Office Area. DG Health fe | | | | | 

Gulshan Gulshan-01: From Gulshan Circle-01 to Rd-127 (Gulshan Avenue Rd, Gulshan Avenue Ls 
East Side). 
Gulshan-01: Rd#134, 135, 136, 137, 138, 139, 140, 141, 142, 143, From 
Guighan Jabber Tower to Shooting Club (Gulshan Avenue Rd, East Side). Guibhan :outlt pas | | ae 
Gulshan-01: From Navana Beulding to Gaowsul Azom Mosque (Mohakhali 
Gulshan Road, North Side). Telephone Ex. LS 
Gulshan-02: Rd#109 (Partly), From Gulshan-02 DCC Market to Rd#123 

oven (Gulshan Avenue Road, East Side) City Bank RMU reer 
Gulshan Gulshan-01: Rd#23(Partly), 24(Partly), 27, 28, 29, 30. Post Office pet lo 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


S&D Division A Under the feed Feeder N Time | 12:20 | 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 
Name nee SIGE Ne Tee Cer: eeder Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
LS 


Gulshan-01: Jabbar Tower, Shanta glass, Saiham Tower, Nasa Dimond, 


Gulshan Jabber Tower R M U 


Crystal Place, RD Centre, Nozrul Islam Building, Shimphony Tower. Ind 


aba ee - a o | rowa fos} fF ff | ff Zane 
Gulshan Gulshan-01: Rd#115, 113/A, 111, 112, 106, 107, 108, 104, 104(Lake Par), Road-111 Ls 
113, 109. 
Gulshan-02: Rd#116, 117, 118, 119, 120, 121, 122, 113(Partly), 114, From 
Gulshan Avenue to Rd#117. Beem ee 
Mohakhali: From Gulshan & Mohakhali Lake to BRAC University (South 
Gulshan Side), Mohakhali P-Block(Partly), Wasa Office, Canser Hospital, Nersing T. B. Gate LS 
Institute. 
Giilshan Gulshan-01: Jabbar Tower, Shanta glass, Saiham Tower, Nasa Dimond, |Symphony RM L 
Crystal Place, RD Centre, Nozrul Islam Building, Shymphony Tower. U 
Niketon Housing Niketon Mosque 
Niketon: Rd#04, 05, 06, 07, 08, 09, 10, 11, 12, 13, 14 (Block#B, D, E, F). Road-09 
Gulshan-01: Rd#01, 01/01, Shooting Club, Rd#05 & Rd#10 (partly), From . : 
Fozle Rabbi Park to DCC Market, Gulshan-01. Niketon Budge 
Gulshan-01: Rd#15, 16, 16/A, 16/B, 23/A, 23/B, 23 (West Side). Road-16 
Gulshan Mohakhali: Mohakhali Cha Block, Water Pump, Animal Hospital, Infectious Shattala O/H 
Disorder Hospital Area. 
Mohakhali: GP-J Block (Partly), From Gawsul Azom Mosque to Square 
Building (North Side), Pond Side. oqo 
Mohakhali: GP-J Block (Partly), DBC-24 Building, PDB Quarter, Obokash 
Gulshan Hotel, From Mohakhali Wireless Bus Stand to BRAC University (Mohakhali DBC-24 
Road, South Side), School Road (Partly), From Disaster Management 
Mohakhali: Gastroliver & Chest Hospital. Chest Hospital 
Gulshan 1, Shanta Sky Mark, Palmal Tower, Mobile House Shanta Sky Mark 


Ss 
LS 
LS 
LS 
LS 
LS 
LS 

Ss 
LS 
LS 


Page 8 of 29 


Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


S&D Division A Under the feed Feed N Time 10:00 | 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 
Name Ree Ser ie NSE Cer cooer rans ; 11:00 | 12:00 | 13:00 | 14:00 | 15:00 } 16:00 } 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
Gulshan-02: Rd#42(Partly), 43(Partly), 46, 47, 48, 49, From Rd#46 to 
Banani Bridge (Kamal Ataturk Rd, South Side). Pentel Mosdie. aa 
Gulshan-02: Rd#34 (Partly), 35(Partly), 36(Partly), 37, 38, From Westin 
Hotel to Road#37 (Gulshan Avenue Road, West Side). Doreen iowa BML) 
Gulshan Gulshan-02: Rd#68, 68/A, 69, 70, From Gulshan-2 Circle to Pakistan J-508 
Embassy (Gulshan Avenue Road,West Side). 
Gulshan-02: Rd#51, 55 (East Side Cees ), 56, 58 (Partly), 59, 60, 61, 62, 
Gulshan-02: Rd#50, 53(Partly West Side), 54(Partly West Side), 54/A, 

55(Partly West Side), 57, 58(Partly South Side). beab Tower My 
Mohakhali Hajir Market to Disaster Manangement Bilding School Road 
Westin Hotel Westin Hotel* 
Gulshan-02: Delta Life Tower, United Twin Tower, Bay Eadge Building. Center Point RMU 
Gulshan-02: Rd#86, 87, 88, 90 (Partly), 91, Gulshan Model School. Model School 

Gulshan Gulshan-02: Rd#91, 92, 95, 97, 98, 99, 100, 101, DCC Market Kacha Alam Market 

Bazar, From Gulshan-2 Circle to Rd#95 (South Side). 

Gulshan-02: BTI Address RMU. BTI Address 

Gulshan Banani: Rd#01, 03, 05, 08, 09 (Block#F), T&T Korail Woman College, Banani O/H 

Beltola Bosti, Godawon Bosti. 


r 
n 


n 


r 
n 


n 


rc 


Page 9 of 29 


Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 41:00 12:00 13:00 14:00 15:00 16:00 17:00 18:00 19:00 20:00 21: :00 22:00 
a 
a 
a 
A 
a 
Banani: Rd#05(Partly), 07 (Block#G&H), 09, 10, 10/A, 10/B, 11. ee pf 
Banani: Rd#04, 05, 06, 07, 11 (Block#F), Banani Police Station Road-07 
Banani: Rd#04, 06 eee yee cor 13, 13/A, 13/B, 13/C DM Road 
Banani: Banani Kacha Bazar, Kamal Ataturk Road (Partly East Side), Aénant Bazar 

Rd#12 (Partly North Side), Rd#17 (Block#E), Rd#10 (Block#C). 
Banani: From Banani Post — (Kamal Ataturk Road, South Kamal Ataturk 
Mohakhali: BCPS, EPI, NIPSOM, ENT Hospital, Administrition of Madicine. BCPS 
ae 
Bashundhara Block-A 


r 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
oa oe Se 
a es 
a I se 
a eee See 
COC 
a ee See 
a Coe See 
= eT 


n 


n 


rc 


Goalbari, Part of Ibrahimpur Goalbari 
Rokeya Sharani, Kazipara Bridge Section-10 


r 
n 


n 


r 
n 


lam i= 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


$&D Division A Und the feed Feed N Time 10:00 | 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 
Name ree SMe ie ISeaer coeer rans ; 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
oes ai ze pees Ee Emm ae 

ay a mits ii oe eal i oe Eanes Hele alte h lia, eel 
Joarshahara Banani DOHS Baran Bohs LS 
Parishad 
Road-25-A Gulshan- 
Bangladesh Tobacco & Philips Company BATC O/H 
Banani: Rd#05(Partly), Microwave Office, BTCL Officers Quarter, Women 
Joarshara Hostel, T&T Korail Ansar Camp, T&T Korail Quater, Ershad Playground Microwave 
Area, From T&T Korail 01 no Gate to T&T Korail Slum Area, Banani. 
Joarshara Cantonment Bazar Road (1-11) Cant ieee 
(Banani SS) 
Road 4, 14, 16, 23, 23/A Banani Biddya Nikton 
Road 18,20,22,24,27,28 Banani Banani Math 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 } 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
Pes | eeteemenmm fmm fot TT ETT TEL 
a ee 
es 


——— a 2 
ee 
Matikata ,Manikdi & Bawnia area KTO 

Road -8 to 14, Paka mosjid,united Hospital, AnnanyaShoppingMall 
Northern Road,Eastern Road., Road-1 to 7 
Joarshahara bazar, Zamoz rd, Lichubagan 

West kuril, Mollabari, kazibari, Kuratoli bazar, Midhabazar 
Kalacadpur 

Mohakhali DOHS 
Manikdi,Nnamapara,west Manikdi,Kalshi road 


DOHS Road-8 


DOHS Road-3 


Joar Shahara 


Kuratali 


Sarkarbari 


Nikunja-3 


M New DOHS 


ECB Chattor 


miele 
Jae 
is a 
ot 

ay a! 
Ines 
Ieee 
JZERE 
°| a 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 } 20:00 | 21:00 | 22:00 
a 
a 
a 
ee oe 
ce Se 
eee 
a 
Navana City within LS 
Navana City within 
PTI, Part of Section-15, Joynagar 
South Kafrul, East kazipara, 

East Kazipara, Senpara, Police Staff College 

Section-10 Block-C,B Mirpur 

11 No Bus stand to Kalshi Road, Society Market to Kancha bazar area 
Navana Tower & Bauniabadh,Mirpur-11 


Navana RMU-1 


Navana RMU-2 


vu 
a 
= 
on 


Pukurpar 


ne 
n 


Shenpara 


4 
go 
4 
rc 
n 


Bangla School 


Bauniabadh 


rc 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
ee 2 
=I SSeeeeenn 
i 
ee 
=e Soon 
= SeSeeeeen 
Se ee | Aanme 


LS 


rc 


r 
n 


rc 


n 


oes a a 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11: 00 12: 00 13: 00 14: 00 45: 00 16: 00 47: 00 18: 00 19: 00 20: 00 21: :00 22: 00 
a Se 
A 
an 
Pre | meena [ome bef TT | 

Khilkhet NK-02 (Road-7,8,9,10,11,12,13,14,15,16,17) & Tanpara es Pf YP Py fp 
a ees 2s 

Khilkhet NK-2( Road-17,18,19,20,21) 
kha Para, Bap[ari Para, Khilkhet Bazar, Bottola Khilkhet Bazar 
Nikunja-01 Area 
NK-02-(Road-1,2,3,4,5,6,7,8,9,10) Jamtola Zamtola 
Best Holding RMU 
Bonorupa Project,Kha Para 
Namapara, Koborsthan Road 


Biman O/H 


r 
n 


ry im im 


Zz 
* 


0 
n 
m 


Best Holding 


n 


BREB RMU 


rc 


Banorupa 


Namapara 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
a Cc 
a 
a 
ee [emer fm tet PE 
a ec 
es en 
a cc 
No Consumer LS 
Pitol Ganj 
Purbachol 
Purbachol, Joybangla Chottor, Sector-24 panne 
Sector-13,14,15,16,26, Police Camp, Army Camp. ae 
HT Consumer-01 Nos 
Part of Pirerbag and part of Shewerapara 
Mirpur-1, DIG Road, Kalwalapara, Shahali bagh SKF 


Sector- 03 


Sector- 05 


Sector- 07 


rc 
n 


rc 
no 


Yusufganj 


Shewrapara 


ipa am 


— 
n 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


S&D Division Wide idar ths food Feeder N Time | 12:20 | 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 
Name Ree Deer Ine Teeaer cogernans ; 11:00 | 12:00 | 13:00 | 14:00 | 15:00 } 16:00 } 17:00 | 18:00 | 19:00 | 20:00 } 21:00 | 22:00 
beak ae a me orgs mies nen enn Pst | ff tt | | pe a 
West Kazipara, Baisbari goli,, West Shwarapara, Boshundhora Lain, East 
' RSW LS 
Monipur 
a siseing ee vee see ike one eg ped ee tea healed abe aie 


' . F Mirpur Shopping 

ig eee weorer 
Monipur Section-6 area, Kathal tola, Girza Road, SA Paribahan Road, Fall Pott 

P Samajkalyan Road, East Monipur (Part) y 
West shwarapara, Mollah para, monipur baba huzur Mosjid, Adarsha Road Mikewala moszid o i 
Opposite Side of Al Helal, East Monipur. Kamal Shorani ia 
Kazipara West M C/R Shat Feet Ea 
—— wa i. ‘ _ 

sws) 

Kaowalapara R-4, Sha Alibag Area Shah Ali Bag 
Mirpur-1, Uttar pirer bag, Jonaki road area Janata Housing 


Pallabi Ext. Rupnagar,Kalapani Section-12, block-D Kala Pani 


LS 
LS 
Ss 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11: 00 12: 00 13: 00 14: 00 15: 00 16: 00 47: 00 18: 00 19: 00 20: 00 24: :00 22: 00 
a Ce 
a ee 
a 
a 

a 
Av-6(East), R-12/A(North side),R-9(North side), AV-7,8,8/A,9 10,11,12, DOHS, Mirpur } cowsnom J as f ff fof Py ft fd 
Av-2(East),Av-6(West), R-9,R-10,11,12,13,13/A, DOHS, Mirpur a ae 
R-9(North side,AV-2 to 4),R-9 (South side,Av-4 to Sarkarbari),Av-6(South-east side) Cultural 

to Rupayon Tower, AV-04(East Side) 


rc 


_ i 
n 


rc 


n 


r 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 } 19:00 | 20:00 | 21:00 | 22:00 
ae a 
ce 
a ccs See 
a ne 
a 
i See 
[Ss 2 
Block-C, Section-06, oe Indoor Stadium, Original 10 to Purabi Super Market, Nurani 

estern Side of Begum Rokeya Sarani 
Part rup Nagor R/A 


n 


= 
n 


rc 
n 


rc 


c= _ ex. im 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
a ne 
es a 
COCA 
zone 4 
8 
a ee ee 
eee mee mm Pe 
Salam 


rc 
n 


n 


n 


S) 


rc 
n 


= 
n 


Shah Kabir Rajabari, Borobag,Atipara, Khristan para Coat bari 
Shah Kabir Muktijodda Road, Mollabari, Billat Ali School Tetul Tola, Chalabon,Matir Nagoria bari 

Mosjid. 
Shah Kabir 


r 
n 


Majar Road, Turag CNG Pump, Chalabon, Matir Mosjid Shah Kabir LS 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
SaSSeeeeeee 
ee 
COO 
ce 

Tongi Central Fisons Road, Hafizuddin Sarker Road, Samaj Kallyan Road, Kolabagan | rome fos | ff ff RERRae 
Road, Tista Gate, Ria Germants, Senior Madrasa 

re 

= San 


r 
n 


r 
n 


BigarTek 


= 
n 


rc 


= 
n 


r 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Roa 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
ee ee eee 
fee oe eee See 
ir oes RRO 
ra ee Reena BE 
rr Oe BRE RBES 
Ee er eee ee eee eee 
Ea 


Tongi central Lira Industries Factory Lira RMU 


Sher-e-bangla rd, amjad ali girls school rd, Tongi Bazar, siraj uddin school 
rd, 


Bonmala road , House Building, Hasan Lan, Achar potti, Hazi Market, 
Bashani road, Brac Town, Modur mar majar, Bonomala rail gate 
BSCIC area (West), Rail Gate (East part) ,Lily Food More, Asad Siddiqi 
Road 


T&Tcolony, T&T kacha Bazae, Pubail Road, Morkun Area, Gopalpur 
(East), Middle gopalpur 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


S&D Division Area Under the feed Feeder N Time | 12:00 | 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 
Name he SUR Rr iNe TSeGer eocerrans ; 11:00 | 12:00 | 13:00 | 14:00 | 15:00 } 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
Tongi East Shahid Smrity School Road, Nodi Bandor Road, Mirash Para Tongi Nodi Bandar ject i dak ole al Cis We lo 
Tongi East Nimtali, Jugibari, Jamburar Tek, Shilmun Bazar, West Shilmun, Mollar Anower Galvanizing hee We alte zaee 

Garrage 
Tongi East Hazi Market, Fakir Market, Marchent Gate Road Hazi Market pee eh ie et 2 | 
Tongi East Shahara Market, Asad Siddique Road, Madina Para, Bou Bazar, Gazi Bari, Shahara Market Ls 
Bow Bazar Sarkar bari road 
ae | en | ee ee ea] 
Garrage 
a a hes sae ua ca oe ae meas pias i Pt tT tt dt te bt tb 
Tongi East BSCIC Kabor sthan Road, Bscic Panir Pump road, Aler tek Pt] fd | 
Tongi East Fakir Market, Dhaka dying, Seraj Dying, Pathan para. = 
Tongi East Pagar Society Math, Zinu Market, Forid Khan road 
Tongi East Salamer atarkal, Gopalpur, Morkun Koborstan, Gothara ghat, k2 cegarate 
factory 
Tongi East Zaber Zubayer Gate-1, Pagar Tek Para, Gudara Ghat 
Tongi East Drug International Factory 
Tongi East Suktara packeging, part of fakir market, eidgah road 
Tongi West Squib road, Charag ali bus-stand, Asad bapery Road, South Auchpara. 
Tonai West Vadam Road, Baro Dewra, Mainuddin Market, Fakir Market, Siraj Market, 
9 Mudafa Khalil Market 


BSCIC 


Pathan Para 


Pagar 


School Raod LS 


Shishir Knitting 


Drug RMU L 
Fakir Market L 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Rue 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
ee eres fe I Ih eh a hl ell oll ad 
Sur Tarango Road, Powrashova Road, College Road | cose fous | | | f | f ff Pal ho 
Mollabari road, Kha-para Site ee ahasan abason, Tamirul | emer fos] ] fof fy fof of fy | 
ee ie 
eee | eeeeee pee A 
EERE Be 
Pt tt | | 


Tongi West Mondal market, Vadam Road 
Tongi West Tanaj Fashion Rmu,KAI Alluminium Rmu, Khartol, Bankpara Khartoil 
sukhinagoro Bazar. 
Tongi West Masco picaso RMU, fashion Innovation Rmu,Cotton field BD RMU. 
Tonai West Tilar Gati,Satais Chourasta,Darail Bosti,Raja Bazar, Int. Tilaraati 
oI Medical,Gushulia,Gutia aoe 
Tongi West Tilar Gati Road, Bela fashion, Mridhapara Mridhapara 
Tongi West Mudafa school, Saika steel, Vakral, Vadam Bazar, Saika Steel 
Tongi West Tilargati Road, Vadam Road, Singbari, Shajalal Road, Mukterbari Singbari L 
Road,Auchpara. 
Tongi West Concept Germents Concept RMU 


Tongi West Drug International, SKF, National polymer, Neo Zipper Khatal Dia 


LS 
LS 
LS 
LS 
LS 
LS 
LS 
LS 

Ss 
LS 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 

a 

a 

Sc 
SS Gl 

ed 

Sector 18, Boat club, Buddha Mandir, Birulia Bridge 

Uttara Sector 18 Appartment project 

Uttara Sector 18 Appartment project 

Uttara Sector 18 Appartment project 

Uttara Sector 18 Appartment project 

Uttara Sector 18 Appartment project 

BTI complex 

Bede potti, Puran Bazar, Hanif Ali Mor, Vatulia, Dnour Chourasta 

Ashulia road, Vatulia Greenland Hospital, Bottola, taltola, Balur math, Latif 

CNG pump 


on 
Panchabati eam 
Kalmilata pe || 
= [=o 
Aparajita 
Madhobilata pas | | 
Kapotakho [ee |e | 
pee 
Lom 


BTI RMU 


KP High School 


Ashuli 
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Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
oe 
= | "mamma [me [etm PCO PP 
a 
ec 
a 
a I See 
Sector-06,(Road-1,2,3,4,5,6,7,8,9,10) 
Sector-11 (Road-1,2,3,4,5,6,7,8,9, 10/A, 10/B) 
Sec-4 (Road-6,9,10,11,12,16, Part) 
Sec-4 Aa ce Eder ca (South) Dhaka- UnaraThena 
Sec-04( Road-10,11,12,13,16,17,18,19,20) Nearest 
Dhaka-Mymensingh Road(East),Abdullahpur,Sector-08 Bailjuri 
Sec-09, (Road-1,2,3,4,5,6,7,8,9,10) Abdullahpur Sec-9 
Dhaka-Mymensingh Road(West),Abdullahpur 
Sec-04( Road-2,3,4,5,8) 


_ eax Fina 
n n n 


r- 
n 


r 
n n 


r 
no 


a rm 


Page 27 of 29 


Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11: 00 12: 00 13: 00 14: 00 15: 00 16: 00 47: 00 18: 00 19: 00 20: 00 24: :00 22: 00 
= a 
Uttara East Sec-3(Road-2,13,) Sec-07(Road-1,2,3,4,5,6,7,8) | srr fous ff] Zara 
Uttara East Dhaka-Mymensingh Road(West) From Azompur to Balaka Vhaban | sect [us || Le a ee 
Uttara East Hazz Camp, Biman Bandar Railway Station, Sec-04, (Road-07) | stuesaican fous | || Poa de alte eect We alk! 
= seen me fe 

es 7 
a 
Sec-03,Road-7,13,14,16,17,18,25,26,27,Lake Drive Road 
Garib-e- newaz road, sae a Aen tower, sonargaon Carbie-wewag 


= 


Page 28 of 29 


Dhaka Electric Supply Company Limited (DESCO) 
Load Shedding Schedule on 11 KV feeders 


Wednesday 


Name 11:00 | 12:00 | 13:00 | 14:00 | 15:00 | 16:00 | 17:00 | 18:00 | 19:00 | 20:00 | 21:00 | 22:00 
Sc 
a 
a 
Pam aimee | me Pet PTET] 
a 
oe 
amram (emo tet PPT ET TTT 
Grameen Nursing Institute 
Sector 14 Wasa pump, Ahalia, Road 10 to 13, 20 to 16, Sector 5 Road 1/B 
to 5/A, 9/A, 9/C 
Sector 14 Road 12 to 18, Sector 5 road 2 to 7, 1/A 
AdorSho Para,Gazi Para,Madar Bari,Helal Market,Bapari Para. 
Majar Chourasta,Balur math, Shahi Mosjid, Master Bari Bazar, Monda. 
Chamurkhan Mor,Moinertek Bazar,Amtola,ModurJhan,Amaya, Boro Bari. 
ChanGhat, Ujampur, Mausaid,Moinertek Bazar, Shohid Nogor. 
Shohid Nogor. 


GNI RMU 
Bhumi Office L 


Zohra Market 


Uttarkhan 


Moynartek iE 


Chamurkhan 


Termukh 
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Prome RMU Li 
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